


























NARA RG104, Entry 1, Box 182 


Exhibit of The Mint of the United States at Philadelphia, 

Superintendent’s Office, 

Chicago, 

June 27, 1893 

Col. O.C. Bosbyshell 
Supt. U.S. Mint, Phila. 

Dear Sir 

Mr. Stocks thinks that the present design of medal is sufficient and does not approve of a 
change of dies. 

We are having great trouble with tarnished pieces in the last lot of blanks. You will notice 
the character of tarnish on the one I send you. They run that way all through in large numbers. 

This morning I sent the Scovill Mfg. Co. 50 such tarnished pieces and asked them to be 
very particular to avoid that trouble in future orders. 

You will notice around the top of the flag pole on the obverse side a crack developing in 
the die. Would it not be good policy to have another obverse die made with out delay? 

I inclose some bills and requisitions from Mr. McClure. 

I will send two medals in separate envelope the clean one shows the cracked die more 
plainly than the tarnished one. 

Very Respectfully, 

N.S. Beekley 



